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JEDEN /С6 ADC ENT AFB COLORADO SPRINGS COLO 
JEPNB/CG ЕАРЕ STEWART AFB NEWBURGH NY 
AEI 5 6 5 АЗА PD FLYOBRPT CLN SINGLE UNIDENTIFIED 
BLUISH WHITE OBJECT APPEARING AS PINPOINT OF LIGHT SIGHTED, PASSING OVER 
EAST SPRINGFIELD CMA MASS АТ 22/#633Z AT UNKNOWN DISTANCE AND FSTIMATED 
ALTITUDE OF 49,223 FEET PD OBJECT WAS UNDEROBSERVATION FOR APPROX THREE 
SECONDS AS IT TRAVELLED IN FLAT TRAJECTORY PARNNS BUT DUE TO SPEED CMA 
OBJECT APPEARED TO SKIP PARENS FROM 80 DEGREES ELEVATION IN WEST ТО 99 
DEGREES СМА TO 50 DEGREES IN EAST AT POINT OF GRADUAL DISAPPEARANCE РО 
NO NOISE WAS HEARD СМА UX WAS CLEAR CMA WINDS ALOFT UNKNOWN PD NO PHYS- 
ICAL EVIDENCE OF SIGHTING ABAILABLE CMA NO INTCP OR IDENTIFICATION 
ACTION TAKEN CMA NO OTHER AIR TRAFFIC OBSERVED IN VICINITY AT TIME OF 
CCC LINE 5 GR 5 PARENS REPT PARENS у ASSIFIED 
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SIGHTING PD OBSERVER СМА МЕ манат CMA COO А SPRING- 
FILD THEN ON DUTY AS GAS STATION ATTENDANT AT CORNER OF BOSTON RD AND 
BAY STREET CMA SPRINGFIELD СМА IS CONSIDERED RELIABLE BY HIS NEIGHBOR 
LT Эчанын: CMA PILOT THIS ORGANIZATION CMA ТО WHOM SIGHTING WAS RE- 
PORTED PD ONLY OTHER KNOWN WITNESS TO SIGHTING WAS UNIDENTIFIED CUSTOMER 
АТ АРОрЕМЕНТТОМРО FILLING STATION PD END OF MSG 
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